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Cy A. 


10 April 1956 


KDTJfc H)R: 

FKOW; 

S'BJSCT: 


Chief, NS3/0CE 
PCS/DCI 

Stock Level Requirement 


It , l8 , r ^** t9 f tb4lt th * following item be procured and a 
ock level of 620 rolls be established to cover anticipated re- 
quirement* of this office: 


•Tape, Magnetic, Mylar, 1/A" wide, SAH? 3, 

190A-36R-1000, 3600 ft. reel on 10i* fiberglass 
reels 


2. It is also requested that this material be placed in 
allocation #22 located at «ie*hington Depot and that it be released 
upon receipt of the signature ofj 


25X1 


I 

I 


i 


25X1 


CF*:hps (10 Apr 56) 


Dist: Orig & 1 - Addressee, cys 1,2 

cc - L0, cy 3 

- Chrono, cy A 


Director of Materiel 


25X1 
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